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in their removal, and not allow, as is the case with corrosive
!                             sublimate, the articles to become stained.
I                                For colored goods, or articles of wool or silk a dilution of 1 to
,                             70 is recommended, to protect the colors from being seriously
I                             affected; in this case a second soaking in a fresh amount of the
i      !                             very weak solution, is required; each immersion to last one hour.
Cases are on record in which cholera has been conveyed to laun-
dry employees by infected linen.
Tables, floors, chairs, walls, wooden bedsteads, use 1 to 10
stock hypochlorite. Saturate the surfaces with a mop and let
dry.
Brushes and combs used in sick rooms. Brushes to be washed
in soap and water adding some ammonia. After washing they
are to be laid into 10% stock hypochlorite solution and left for
one hour.
Regulations here and abroad were framed before the true
germicidal value of chloride of lime had been determined, and
its contrast to other standard disinfectants is indeed much greater
than appears in laws made five years ago.
Our Federal Government has not formulated any regulations.
The U. S. Army standard solution is 6 ounces chloride of lime to
1 gallon of water.
In an order of the Board of Agriculture and Fisheries of Eng-
land, of April 5, 1906,407 cited as the Diseases of Animals
(Disinfection) order of 1906, dealing with glanders and foot and
mouth diseases, it is specified that:
"The place or the thing or the part thereof shall be thoroughly
<                             coated or washed with
I                                "a. A 1% solution of chloride of lime, containing not less than
i                             30% of available chlorine, or
"b. A 5% minimum solution of carbolic acid, containing mini-
mum 95% pure acid, or
"c. A disinfectant equal in disinfectant efficiency to the
above-mentioned solutions; in all cases a thorough sprinkling
with lime wash to follow."
i                                In the swine fever order, 1908, similar regulations are ordered
i                            by the same board.
||                                       In the Board of Trade instructions to superintendents of